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PROGRAMMED INSTRUCTION

INSTALLATION AND INSPECTION OF AIRCRAFT AVIONICS SYSTEMS, PART 2

1.  Operating aircraft are subjected to a varie-
ty of stresses, strains, vibrations, and en-
vironments.  If it were not inspected regu-
larly for defects, the aircraft would soon
become inoperable.  The correction of dis-
crepancies, in conjunction with inspections/
enables the aircraft to be flown safely from
mission to mission.

The purpose of performing an inspection can
be divided into two broad areas.  One is to
determine or verify the material conditions
of the system.  The second is to determine
or verify the operational status of the
system.

The material condition refers to the com-
pleteness of the system with respect to the
equipment.  That is, does the system have
all the equipment that it is supposed to
have? Also, the material condition includes
the security of the equipment and its
attached parts.d then proceed to the next
